French Door “ICE-2-0” 

Bottom Mount Freezer Refrigerators with 
Ice & Water Dispenser 

Ice dispenser door continually opens and closes and/or user display 
flashes on and off intermittently. 

Maytag Models: MFI2568AEB, MFI2568AEQ, MFI2568AEW, MFI2568AES 

MFI2067AEB, MFI2067AEQ, MFI2067AES, MFI2067AEW 

Amana Models: AFI2568AEB, AFI2568AEQ, AFI2568AES, AFI2568AEW 

The power supply on the high voltage control board may fail resulting in the dispenser 
door continually opening and closing. Eventually the board will fail completely which 
results in no cooling. Order a new high voltage board part #12920710. 

Enter refrigerator code into new board diagnostics and check operation 



Code is located on the Model number plate. 

After replacing the high voltage control board part #12920710 make sure to enter the 
refrigerator code into the board. 



New Maytag Iceland 22 cu ft 
4th Quarter 2007 



Maytag 


MFI2266AEX 

Volume 

22 ft 3 

Door style 

Contoured 

FC door style 

Drawer 

User interface/ 
control 

* Similar to 
Current Design 

Door Handle 

Metal 

Perimeter Trim 

No 

Colors 

White, 

Bisque, 

Black, 

Stainless 


* On/Off pad added 

* Humidity control pad added 

* Vacation mode eliminated 
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